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25X1X1. [  Jarmary 1951, the workmen who cleaned the mosaics in 
the findenburz Kaserne, \iuensdorf (N 53/2 91), wore suddenly ordered 
to stop working and leave the barracks premises. The electricians 
continued to work until 3 p.m., when they were also tolc to leave. 
Until that -time only Kech personnel_were in th: installation, engaszed 


in hauling in building materials. 25X11 


The buildings wore not yet furnished. The early stop to the interior 
wort: in the installation, which was originally scheduled to be completed 
by 31 Jamucry 1951, was interpreted by the workmen as an indication tnat 
troops wouléaove in ahead of schedule. * 


2, Firns doing contract work in the ‘juensdorf barracks installations incluced 
the VEB Parkett in Dresden, the Reichert Firm in Berlin and the welkow 
Firm in Jittenborg. 


25X1A* [__|Comment. Other sourses previously reported that the barracks in- 
Stallations in ‘enscorf would be rosccupied by troops at the beginning 
of February 1951, It is possible that the installations in the /uensdorf= 
Zossen area which wero vacated by elements of the 19th Gds -ecgz Div nay 
be reoccupied durinz the second half of January 1951. 
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